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POKA, Laszlo, NEMETH, CSOKA, Mihaly, FOLDI, Imre, CZIRBUSZ, Gyorgy; Medical 
University of Pecs, I. Surgical Clinic (Pecsi Orvostudomanyi Egyetem, I. 
sz, Sebeszeti Klinika), 


"Intestinal Resorption in Paralytic Ileus." 


Budapest, A Mayyar Tudomanyos Akademia V, Orvosi Tudomanyok Osztalyanak 
Kozlemenyei, Vol XVII, No 2-3, 1966, pages 259-275. 


Abstract: [Authors! Hungarian summary modifiel} In 39 patients, a total of 
Studies were conducted on protein (131I-albumin), fat (1311-triolein) 

and carbohydrate (dextrose) resorption, and the data obtained in acute ab- 
dominal disorders or in the days following abdominal surgery were evaluated 
mathematically. It was found that resorption of the macronutrients is sig- 
nificantly decreased in paralysis of the gastrointestinal system. The de- 
crease is proportional to the degree and duration of the paralytic ileus. 
Attempts to demonstrate a decisive role played in these cases by the lack 
of pancreatic enzyme activity, decreased intestinal motility, intestinal 
distension, vagotomy, the type of operation performed, the time interval 
Since the operation or prolonged hypotension were unsuccessful. Disturbances 
in intestinal resorption appear more frequently following more extensive 
trauma although they have been noted following lesser interventions as well. 
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HUNGARY/Chenical Technology - Chemical Prcducts and Their 
Application - Carbohytratcea an@ Refinenent. 


Abs Jour : Ref Zhur - Khiniya, No 9, 1958, 20415 


Author > Czirfusz, Me 


Inst - 
Title : The spplication of Hydraulie Cyclone Separators in the 
Suger Industry. 


Orig Fub;- Cukoripar, 9, N> 7, 147-152, 1957. 


Abstract : The application wf hydraulic cyclone separators to the 
rensval of the calcium hycrauxide from the juice follo- 
wing the second carbonation and to the treatnent of the 
waste waters »f sugar refineries is descrited. 
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Water softening in the Petohaz Sugar Factory. p.205 


CUKORIPAR. (Cukoripar es Mezogazdasagi es Elemiszeripari Tudomanyos 
Egyesulet. 
Budavest, Hungary. Vol. 12, no.8, August 1959 


Monthly List of East European Accessions (EEAI) LC, Vol. 8, no.11 
November 1959 
Uncl. 
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Automatic sugar weighing by means of a Rapido scale. Cukor 15 
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1. Petohazi Cukorgyar. 
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Water softening at the Petohaza Sugar Factory. 
Cukor 12 no.8:205-209 Ag '59, 
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Cukor 12 nosdsJ05-307 N 59, (To be contd. ). 
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Testing the operation of hydrocyclones. Elelm ipar 13 no.6: 
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1. Petohazi Cukorgyar. 
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SZABO, Pal Zoltans JONAS, Klara, dr.g VARADI, Gyorgy; BIRO, Antals 
UPOR, Endres RADO, Aladars CZIRJAK, Imreg KOVACS, Jenos 
VALKO, Bhdre, dr.s ADONYZ, Ivans FODOR, Gyorgys OSZET2KY, 
Egong KALMAR, Pals DANYI, Desses GYORGY, Karoly; OVARI, Intals 
PHILIP, Miklos; HAKAI, Lasalos JOO, Osakarne ; SZITAS, Lajos; 
HELLENYI, Miksa; KOLTA, Janos. 


Formation of an uniform country organisation for the Federa= 
tion of Technical and Sedentifile Associations. Pecsi mas 
azeml 8 no.4219-23 O0-D'63, 


1. "Pecsi Muszaki Szemle™ foszerkesztoje (for Fodor). 
2. "Pecsi Mussaki Szemle" szerkesatoje (for Hellenyi, Kolta 


and Oszetzky). 
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CZIRNER, Jozsef, Dre 


ets ELBIT 
oa Detection and therapy of non-gaseous flatulence. Orv. hetil. 99 no.25: 
864-666 22 June 58. 


1. A Pecei Orvostudomanyi Egvetem II. sz. Belgyogyaszati Klinilm janak 
(igazgato: Hamori Artur dr. egyet. tanar) kozlemenye, 
(ABDOMEN, dis. 
hysterical abdom, proptosis, case reports (Hun)) 


Sete a 
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ILLYES, Tibor, Dr.; CZIRNER, Jozsef, Dr. 
ee 
Idiopathic spontaneous pneumoperitoneum, Orv. hetil, 99 no.52 31822-1824 
28 Dec 58. 


1, A Pecai Orvostudomanyi Egyetem II. sz. Belgyowvaszati Klinikajanak 
(igazgato: Hamori Artur dr. egyet. tanar), 
(PNEUMOPSRITONKUM, case reports 
idiopathic spontaneous (Hun) ) 
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C C2IRNER, Jozsef, dr.; SINKO, Otto, dr.; CZITA, Katalin, dr. 
Panis eta) set 


Staphylococcal pneumonia, Orv.hetil. 101 no.51:1811-1815 18 D'60. 


1. Pecsi Orvostudomanyi Egyetem, 11. ss. Belklinikaja. 
(STAPHYLOCOCCAL INFECTIONS case reports) 
(PHEUMONIA microbiol) 
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CZITA, Katalin, dr.; CZIRNER, Jozsef, dr. 
Thorax pyramidalis, Orv, hetil. 102 no,39:1851-1853 24 S 161, 
1. Pecsi Orvostudomanyi Egyetem, II sz. Belklinika. 


(THORAX atnorm) 
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CZIRNER, Jozsef, dr.3 KOVACS, Sandrono, dr.; VARGA, Ferenc, dr. 
er: ‘Data on the diagnosis of pheochromocytoma. Magy. Belorv. arch, 15 
no.1:6-9 Fe '62, 


1, A Pecsi Orvostudomanyi Egyetem Il, sz. Bolklinixajanak (igazgato: 
Hamori Artur dr. egyetemi tanar) Korbonctani Intezetenck (igazgato: 
Romhanyi Gyorgy dr. egyetemi tanar) es Gyorgyszertani Intezetenek 
(igazgato: Mehes Gyula dr. egyetemi tanar) kozlemenye. 

( PHEOCHROMOCYTOMA diag) 
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CZIRNER, Jozsef, dr.3 CSETE, Bela, dr. 
Ce 
Myocarditis caused by Coxsackie B3 virus. Orv. hetil. 104 no.7: 
320-322 17 F '63. 


1. Pecai Orvostudomanyi Egyetem II. Belgyogyaszati Klinika es Mohacsi ©. 
Varosi Tanacs Korhaz. 
(MYOCARDITIS) {COXSACKIE VIRUS INFECTIONS) 
(REST) (DIET, SALT~FREE) 
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carrer, L. 


"oy Lethod for Chtatnire Corper Throuch the Seraration of To 
(UPTION LATTA, Yol. ¢, “No. l#, Sept. 1Oi4, Pocsrest 

Fonthly List of Fast Burorean Aecessions, (7. 
1, Yan. 1Oo5, Unel. 
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CZISTOWICZ, AS. 
Result of the study on infectious paychoses. Neurologia etc., polska 
12 no.2:227-236 '62. 


1. Z Kliniki Psychiatrycznej im. S.M.Kirowa w Leningradzie Kierownik: 
prof. A.S.Czistowles. 
(PSYCHOSES TOXIC) 
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CBISZAR, Vilmos, dr. az Allatorvostudomanyi Foisvola professzora, az 


——aTTatorvostudomanyok doktora 


New tasks of veterinary medicine in the field of food hygiene. 
Nepegeszsegugy 42 no.3:69-71 Mr '61. 


(VETERINARY MEDICINE) (FOOD INSPECTION) 
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CZIRNER, Jozsef, dr.; SINKO, Otto, dr.; C2ITA, Katalin, dr. 


Staphylococcal pneumonia, Orv.hetil. 101 no.51:1811-1815 18 D'60, 


1. Pecsi Orvostudomanyi Egyetem, 11. ss. Belklinikeja. 
(STAPHYLOCOCCAL INFECTIONS case reports) 
(PHEUMONIA microbiol) 
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ZITA, Katalin, dr.; CZIRNER, Jozsef, dr. 


—_— 


Thorax pyramidalis, Orv. hetil. 102 no, 3921851~1853 24S 16], 
1, Pecsi Orvostudomanyi Egyetem, II sz. Belklinika. 
(THORAX abnorm) 
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‘CZIVIS, G. 


Construction of miclear reactors in Great Britain and the United 
States in 1961. Jaderna energie 8 no.93331-334 S '62. 
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C2IZzI, Bela 
_ Gaal, Bela _ 


Thermal balance of the Mezobereny trough-like furnace. 
Epitoanyag 14 no.73246-255 Jl '62, 
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CZIZMAZIA, Jozsef, dre 
REBAR fr ote 


New agrotechnical method for grape improvement, Term tud kozl 
7 noo73314—315 JL *63. 


1. Szoleszeti Kutationtezet, Eger. 
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CZIZOWA, T.P,; GOFMAN-KADOSZNIKOW, P.B, 


Analysis of the mutual relationship anong parasite hoste as a 
method for the investigation of fcci of diphyllobothriasis. 
Wiad. parazyt. 7 no.1:43~50 '6l. 


1. Katedra Biologii Ogolnej I Moskiewskicgo Instytutu Medycznego, 
Moskwa. 
(DIPHYLLOBOTHRIUM epidemiol) 
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CZIZSINSZKY, Maria ————_____. 
Daily course of the velocity of the high-altitude winds 
over Budapest. Orsgz meteor int beaz tud kut 25:373 '61 (publ, 62), 
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CZKWIANIANC, M, 
— Surgical treatment of pulmonary tubercnlosis and antibiotics, 
Przegl. lek., Krakow 8 no. 9:251-257 1952. (CLML 23:5) 


1. Of the Department of Chest Surgery (Head--Prof. Jersy Rutkowski, 


KM, % ) of Lodz Municipal Hospital No. 10 (Director--Marian Zierski, 
M.D. ). 
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CZEWIANIANC, Mikolaj (Lodz, ul. Sienkfewicza 37) 


een nn csnat are Eh iN ae OO Sica eee oes Oe ae 


Formation and treatment of tuberculous cavity. Polski tygod. lek, 
9 no.e20:615~619 17 May 5h, 


1. 2 Oddzialu Ftysjochirurgicszrego Sspitala nr 10 w Lodzi, kKlerownik 
prof, dr J,Rutkowski; konsultant dyr. doc, U.%iorski, 
(TUBERCULOSIS, PULMONARY, 
cavitation, form. & ther.) 
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CZEWIANIANC, Mikolaj (adress: Lodz, ul. Sienkiewicza 37) 
Conclusions in surgical therapy of pulmonary tuberculosis; date 
on 155 cases of thoracoplasty. Polski przegl. chir. 26 no,1: 
1-10 Ja '54, 


1. 2 Oddsialu Chirurgicznego Sspitala No.10 w Lodsi, Kierownik 
Oddeialu: prof, dr med. J, Rutkowski. (Prace vplynela do redakeji 
dnia 22,V11,1952) 
(COLLAPSE THERAPY, 
*thoracoplasty, results, statiat, analysis) 


APPROVED FOR RELEASE: 07/12/2001 CIA-RDP86-00513R000509510015-5" 


"APPROVED FOR RELEASE: 07/12/2001 CIA-RDP86-00513R000509510015-5 


RUTKOWSKI, Jerzy; CZKWIANIANC, Mikolaj: JAKUBOWICZ, Dorota;CHY@ -HACH¥IK, 


Krystyna. ’ 


Prevantion of shock during surgery with local anesthesia by pen- 
diomide. Polski przegl.chir. 27 no.7:629-630 July '55. 
(AJTONOMIC DRUGS, therapeutic ues 
pendiomide in prev. of shock in surg.with local anesth.) 
(SHOCK, prevention and control 
pendiomide in surg. with local anesth.) 
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-. CZKWIANLANC,. Mikolaj 


Indications for surgical therapy of pulmonary tuberculosis. 
Polski tygod. lek. 11 no.32:1409-1414 6 Aug 56, 


1. (Z Oddzialu Chirurgicznego Sxpit. im. dr. A. Sokolowskiego 
Lodzi; kierownik Oddzialu: prof. dr. J. Rutkowski; dyr. sepitala: 
doc. dr. M. Zierski). 
(TUBERCULOSIS, PULMONARY, surgery, 
indic. (Pol)) 
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ec Ze K wi 


Suiusoe 


Degrees: 


State Anti« sis Sanato ( 
plc cat, Panstwowe Sana 
n eruzlicze), Tuszynek; Director (Dyrektor): Dr Med plo ips a 
: 


Krakow, Prz 

ee ee 3 Jad Lekarski, Vol XVII, Ser IT, No 10, 1961, 

"The Reodprooal Relations or Specific Chan hial 
Tree in the Clinical Treatment of uberneaia.§ oe ay 


«ithors: 
S2KWIANIANG, Mik 
OA ALANC , olaj, Dr Med 
j HUNKIEL, Teresa [Academic Degrees not given] 


GPO 981643 
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[POLAND 


CZKWIANIANC, Mikolaj and JAKUBOWICZ, Dorota, State Tuberculoe 
sis Sanatorium (Panstwowe Sanatorium Przeciwgruzlicze) in 
Tuszynek (Director: Dr. med, M, CZKWIANIANC) 


"Cancers of Bronchial Origin Simulating Cystic Cavities," 


Warsaw-Krakow, Przeglad Lekarski, Vol 19, Ser II, No 5, 22 
May 63, pp 245-247 


Abstract: Authors’ English summary modifiod] Authors note 
that cases.of pulmonary neoplasm aro orroneously diagnosed 
as tuberculosis with increasing frequency. They cite three 
examples of cases in which the radiological picture of the 
primary cancer of bronchial origin resembled that of a pule 


monary cyst and discuss tho difficulties of correct diagno-= 
sis, They call attention to the interesting fact that in 
all cases the changes occurred in tho region of the sixth 
segment, and suggest that findings at this site be checked 
with particular care and that suspected neoplasmic cases be 
directed for early surgery, ‘There are no references, 
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CZKWIANIANC, Mikolaj 


Case atudy on pulmonary cyata of unknown etiology, Fol. t 
lek. 20 n0.38:1430~1431 20 8 165, ia se 


1, Z Panstwowego Sanatorium p/gruzliczego w Tuszynku (Dyrektor 
Sanatorium 1 Ordynator Oddzialu: dr, med. Mikolaj Czkvianijanc). 
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CZKWIANIANG, Mikolaj; GZIK-CHLEHOWSKA, Zofia 


Primary carcinoma planocellulare of the broncnus of the median lobe 
proceeding with infiltration of the epicardium and pericardium and 
wee metastases to other organs. Przegl. lek. 21 no.6:438=441 
'65, 


1. 2 Oddzialu Pneunologicznezo Pangstwoweso Sanatorium Przeciw- 
gruzliczego w Tuszynku (Dyrektor: Dr. med. i. Cekwianianc). 
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_ CZKWIANIANC, Mikolaj; FRONTCZAK, Jan 


Diagnostic difficulties in a case of circumscribed posterior 
mediastinitis. Pol. przogl. radiol. 29 no.52547-550 S-0' 6§ 


1. Z Panstwowego Sanatorium P/gruzliczego w Tuszynku z 
oddzialu pneumologicznego (Dyrektors dr. med. M. Czkwianianc), 
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CZKNIANIANC, Mikolaj 


Clinical course of pulmonary tuberculosis in adults with 
resistance of tubercle bacilli to classical drugs. Gruzlica 
33 no.7:587=592 Jl '65. 


1. Z Oddzialu Pneumonologicznego Panstwowego Sanatorium 
Przeciwgruzliczego w Tuszynku (Dyrektor Sanatorium i 
Kierownik Oddzialu: dr, med, M. Czkwianianc). 
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CALGeviinl, Meg KXCTONSKT, @. 


Perens re vere meee 


blectrie equipment of of] heaters "or erlioine fibers. 


Pita LAD WLOKTebhToey.  (Stowarzysacnie ingynierow i leehnineuw “rsemysly 


Wlokienniczego) Lodz, ‘oland, Vol. 13, Uo. 7, del Lice, 


honthly List of wuct sarovean accessions (ahAr) LO, Vol, Yy ike 


‘nel, 
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KROZER, Szymon; CZLONKOWSKA, Zofia 


Evaluation of the branching degree of polyvinyl chloride based on 
measurements of its intrinsic viscosity. Polimery tworz wielk 7 
no.11s410-414 N !'62, 


1. Instytut Tworzyw Sstucznych, Warszawa. 
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KUBIKOWSKI, Piotr, prof, dr; C2LONKOWSKI, Franciazok, mgr. 


Activities of the Drug Institute, Fr, 
no.17/18:406-410 S 162. armacja Pol 18 
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CELLO NNO “SAT, Praneiszak, MONDLECUSA, faliaa, and Wo. SAAA, 
SO . . - . . oe + 
Tarta; /rut wetLrtule (Instytut Lekow), Uiviston of .iethods 
and Orcani zation (tzial Jetodycezno-Or7anizacy jny) (Direct- 
or: avister %. Pome Sens 0 “CL) 


- : : ny ie t 
toogtewar Provress in New roras of Drusts." 


warsaw, “ariac ja Volska, Vol 19, 3 cay 53, pp 173- 


Aostract: tevior article on new fornas of medication devel- 
oped since the war, with an introduction ane the followin; 
headin ss: Tablets, Coated tablets, Two-sta:e tablets, 
Soansulao-- icrodrajottes, Parentorally administerea dru js, 
Dintrents with new bases and rectal fomis, Therapeutic 
creans, Suppositories with new bases and new forms of 
rectal medications, Aerosols, Suspensions, ury emulsions 
and suspensions, Hypospray jet injectors, and Placebos, 
with a brief note on their advantazes and contribution of 
industrial pharauacy to thoir development. Toere are 55 re- 
ferences, of which about 10 each are Polish and wennan, and 


the others Western, 


La/1 
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CORON es 
VALYI-NAGY, T.3; CZOBAN, G@.; ZABOS, P. 


Effect of penicillin on the nucleic acid metabolism of Staphylococcus 
aureus. Acta microb. hung. 2 noel-2:79-89 1954. 


1. Institute of Pharmacology, University Medical School, Debrecen. 
(PENICILLIN, eff. 
on nucleic acid metab. in Micrococcuspyogenes aureus) 
(MICROCOCCUS PYOGENES, metab. 
mucleic acid, eff. of penicillin) 
(NUCIEIC ACIDS, metab. 
Micrococcus pyogenes aureus, eff. of penicillin) 
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CZOBER, I, 
Ce nea 


Supporting the maga movements in sports, a duty of the employing 
enterprises. Wiad naft 12 [i.6.9] no.2,42-44 F '63. 
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; CZOBER, Jan, inz. 
Noe te 


kK program of the Ministry of Mining and Pwer in the field of work 
etates Rnergetyka Pol 15 no.3:92-94 Mr ‘61. (EEAI 10:5) 


1. Wicedyrektor Gabinetu Ministra Gornictwa i Energetyki 
(Poland--Mineral industries) 
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CZOHER, Jan 


eo 


Problems of the petroleum irdustr} as reflected by the resolutions 
of the College of the Ninistr+ of Mining and Power in 1941. Wiad 
naftowe 8 no.2:26-27 F '62. 
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CZOBER, Jan, inz. 


~~. 


Standardization as an important element for technical progress. 
Przegl gorn 18 no.1:66-69 '62. 
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CZOBER, J., ing. 


‘Deval »pment of mining technology as reflected by the paleo tae 
of the College of the Mining and Power Ministry. Przegi go 


18 no.2:146-148 '62. 
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see coe +7 2. 


A program for professional education in the field of mining and 
power engineering. Wiad naft 8 no.3:65-68 Mr '62, 
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CZOBER, Jan, inz. 


Activization of the mining crews for the improvement of the 
labor safety and hygiene conditiors must be an evorpiay task. 
Przegl gern 18 no.10:564—566 0 162, 
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CZOBER, Jan. inz, 


Helping to make sport into a masse movement must be considered a 
duty of every workshop. Wiadom gorn 13 no.121436-438 D '62, 
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CZOBER, J., mgr inz. 


Economic and scientific and techological cooperation of 
the state administration of mining and power with foreign 
countries, Ne’ta 20 no. 4: 108-109 Ap '64. 
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CZOBER, Jan 
A A IP IE 


frends in economizing steei and nonferrous metals in mining 
and electrical engineering, Wiadom gorn 12 no,l/2:13-16 
Je-F ‘Gl. 
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CZOBER, Jan 


New principles concerning the acceptance of complaints and 
motions, Wiadom gorn 12 no.3:89 Mr °*41, 
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CZOBER, Jozef, inz. 


tn a 


How to organize contests is :ae field of industrial safety and 
hygiene. Wiadom gorn 13 no.11:411-412 N '62, 
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CZOBER, Jozef, inz. 

ea es 
Activation of the mining crews for the improvement of labor conditions 
as 6 major task for every day in the field of industrial safety and 
hygiene, Wiadom gorn 13 no.11:413-415 N '62. 
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BARTOKOVA, Terezia, inz.; ALMER, Miroslav, inz; CZOBOR, Peter, inz. 


Vesign and cantilever erection of a large-span reinforced 
concrete bridge. Inz stavby 13 no.4:156-163 Ap '65. 


1. Dopravoprojekt, Bratislava (for Bartokova). 2. Doprastav, 
Bratislava (for Almer and Czobor). 
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CZOBOLY, E. 


CZOBODY, E. ~ The Liliput 120, an X-Ray apparatus for material testings of 
macrostructures. pe 19 
Vol. 8, No. h, April 1956 
GEP - Budapest, Hungary 


SOURCE: East European Accessions List (EEAL ) Vole 6, No. 4, April 1957 


<e 
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CZOBOLY, Erno, tudomanyos munkatars 


Protective coating of red copper soldering pins, Finommechanika 
2 no.6:161-165 Je '63, 


1. Budapesti Muszaki Esyetem Mechanikai Technologiai Intezete. 
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| AUTHGt: bujdoso, E.; Czoboly, E.; Hagyary, Fe . ; . ‘ ee os 
| oRnG: Bujdoso, Magyary/ Research Institute for Non-Ferrous Metals, Bulapest; Lzovoly) | 
(Instat Mechanical Technology, Technical University, Budapest 
TITLE: Determination of the distribution coefficient of sinc with a \ 
sup 65 by the zone melting of aluminum : j 
SOURCE: Academia scientiarum hungaricae, Acta technica, v. 51, no. 1-2, 1965, 63-79 af 


TOPIC TAGS: ginc, radioisotope, aluminum, metal zone melting, distribution coefficient,. 
metal crystallization 


malas + , The 6/D ratio (where 6 represents the rate of crystallization , 
froat advance and D represents the diffusion coefficient) for zinc in 
aluminum was determined by zone melting according to the techniques de- 
scribed by GELLI, D., and RORBA, M., » Vol 30, 1961, p 3). : 
Various refining velocities and melted zone lenghs were employed in the 

’ tests. The activity of the zinc isotope was continuously monitored. q 

jy Tne parameters for the optimum zone-melting process for 99.99% pure ! ‘ 

4 ajuminun vith zine impurity were determined. The method would be suitable | 


for other metallic Ampurities in aluminum also. Orig, art. has: 11 figures, 
4 tables, and 3 formas. /5PRS: 33,732/ 
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Leonardo da Vinci, 145261519. p. 498. Tol.toZ0: Ub TAL ALALL 2 GTarsqisic, 
o3 Tomerisettvdo ani Isseretterjesato Yallalat) Tatapest. Vor. iid, nu. é, ACE. 


ly hee 


SOURCE: East European Accessions List (f°AL), Library of Congres: 
Vol. °, no. G, June 1645. 
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DAMBSKA, Maria; CZOCHANSKA, Jagna; MOSSAKOWSKI, Miroslaw 


A case of infantile type of amaurotic idiocy (Tay-Sachs). Neuropatho- 
logical and histochemical studies. Pat. polska 13 no,2:159-171 162, 


1. Z Pracowni Warszawskiej Zakladu Neuropatologii PAN Kierownik: doc. 
dr med. E, Osetowska Z Kliniki Diagnostyki Chorob Dzieciecycy AM w 
Warszawie Kierownik: prof. dr med. 2. Lejmbach. 

(AMAUROTIC FAMILIAL IDOCY pathol) 
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CZCCHANSAK, Jugna; NIZIUIKOWSKA--MARKS, Maria Janina 

a eemnmnenl 
Staphylococcal pneumonia complicated b;, pleurul empyema. Pediat. 
polska 30 no.6:531-541 Je '55. 


1, Z Kliniki Diagnostyki Chorob Dzieci A.M. w Warszawie. Kierownik: 
prof. dr med, 2 Lejmbach, Warszawa, Daialdowska 1/3 
(PNSUMONIA, {n infent and child, 
micrococcal, with pleural empyema) 
(MICROCOCCAL INFECTIONS, in infant and child, 
pneumonia with pleural empyema) 
(BIPYE4A, PLEURAL, in infant and child, 
with micrococcal pneumonia) 
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